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19 March 1958 


Mr. Dulles: 


STAT 

STAT 


Abbot Smith advised me that a telephone has been installed 
in the conference room and may be used to quote him 


"for emergency calls". He points out that there will be no privacy 


in view of the open nature of the conference room 
the number, however, 


We have noted 
in the event we have to get in 


touch with you on urgent matters. 
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